116    DOCKETED ITEMS

9105230062 NRC info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106070217 Responds to NRC 910502 Itr re violations noted in insp rept 50-400/91-
Oe.Corrective actionsiLLRT's stopped & corrective actions taken to avoid further non-
compliance & no further testing performed until procedures revised.
RICHEY.R.B. Carolina Power & Light Co. 91/06/01. Document Control Branch (Docu-
ment Control Desk). 3pp. 58039:117-58039:119.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106110173 Forwards Insp Rept 50-400/91-11 on 910506-10.No violations or devi-
ations noted.Details withheld (ref 10CFR73.21).

CLINE.W.E. Region 2 (Post 820201). 91/06/05. EURY.LW. Carolina Power & Light
Co. 2pp. 58095:307-58095:309.

-9106110176 Partially withheld Insp Rept 50-400/91-11 on 910506-10 (ref
10CFR73.21).No violations or deviations noted.Major areas inspected: rngt
supporttesting & maint,protection area barriers.assessment aids & access control -

THOMPSON.D., MCGUIRE.D.R- Region 2 (Post 820201). 91/06/05. 1p. 58095:309-
58095:309.

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on motor-
operated valve program.per NRC Bulletin 85-003.Uttl participating in EPRI motor-oper-
ated valve performance program & will monitor results.

VAUGHN,G.E. Carolina Power & Light Co. 91 /06/06. Document Control Branch (Doc-
ument Control Desk). 7pp. 58095:243-58095:249.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270063 Forwards insp rept 50-400/91-15 on 910603-07.Violations identified to be
discussed at enforcement conference scheduled for 910703.

REYES.LA. Region 2 (Post 820201). 91/06/12. EURY.LW. Carolina Power & Light
Co. 3pp. 58223:001-58223:009.

-9106270068 Insp rept 50-400/91-15 on 910603-07.Violations noted.Major areas
inspected:plant operation.technical support & maint to review licensee activities follow-
ing reactor trip.

TEDROW.J., CHRISTENSEN.H. Region 2 (Post 820201). 91/06/11. 6pp. 58223:004-
58223:009.

9106270220 Forwards insp rept 50-400/91-07 on 910429-0503.No violations noted.
JULIAN.C.A. Region 2 (Post 820201). 91/06/12. EURY.LW. Carolina Power & Light
Co. 2pp. 58224:191-58224:203.

-9106270223 insp rept 50-400/91-07 on 910429-0503.No violations noted. Major areas
inspected:design changes.engineering & technical support activities.
THOMAS.M.,  GLASMAN.M., JAPE.F.   Region   2   (Post  820201).   91/06/06.   11pp.
58224:193-58224:203.

9106200180 Confirms payment of NRC Insp Fees on 910614 for period of 900923-
1229.

FLOYD.S.D. Carolina Power & Light Co. 91/06/14. Document Control Branch (Docu-
ment Control Desk). 2pp. 58200:044-58200:045.

9106270084 Ack receipt of 910601 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-400/91-06 on 910502.

VERRELLI.D.M. Region 2 (Post 820201). 91/06/14. EURY.LW. Carolina Power &
Light Co. 2pp. 58223:161 -58223:162.

9106270079 Forwards summary of 910612 meeting in Atlanta,GA re licensee assess-
ments of performance over previous SALP period.List of attendees & presentation
encl.

REYES.LA. Region 2 (Post 820201). 91/06/17. EURY,LW. Carolina Power & Light
Co. 64pp. 58223:097-58223:160.

9106270328 Forwards insp rept 50-400/91-10 on 910506-10.No violations or deviations
noted.

COLLINS.D.M. Region 2 (Post 820201). 91/06/20. EURY.LW. Carolina Power & Light
Co. 2pp. 58233:177-58233:187.

-9106270341 Insp rept 50-400/91-10 on 910506-IO.No violations noted. Major areas
inspected:review of licensee spent fuel program & radiation protection program.
HUFHAM.J.W.. POTTER.J.P. Region 2 (Post 820201). 91/06/18. 9pp. 58233:179-
58233:187.

9106270254 Responds to NRC 910524 Itr re violations noted in Insp Rept 50-400/91-
09.Corrective actions:sensing line reconnected, tubing verified to be connected as re-
quired & auxiliary feedwater pump removed & blowers replaced.
RICHEY.R.B, Carolina Power & Ught Co. 91/06/24. Document Control Branch (Docu-
ment Control Desk). 5pp. 58250:094-58250:098.

R, Periodic operating reports & related correspondence

9106200265 Monthly operating rept for May 1991 for Harris Unit 1. W/910617 Itr.
HALE.M.,  RICHEY.R.B.  Carolina Power & Light Co.  91/05/31.  8pp. 58200:199-
58200:206.

S, ReportaWe occurrences, LERs & related correspondence

9106100224 Foltowup to 910502 Part 21 reptconsisting of list of customers who pur-
chased NH90 series hydramotor actuators of configuration reported in initial rept.All
customers notified via registered mail.

S^I?ADf\ ITT Cor'P- 91/05/09. Office of Nuclear Reactor Regulation. Director
(Post 870411). 2pp. 58052:091-58052:092.

9106130264 LER 91-011-00:on 910512,identified required boration flowpath functional
but not operable for six days.Caused by human error.Procedure RST-201 being re-
vised to specify acceptable range for boron concentration.W/910610 Itr.
HAMBY.M.R., RICHEY.R.B. Carolina Power & Light Co. 91/06/10. 4pp. 58150:153-
58150:156.

9106190146 LER 91-013-00:on 910515,reactor trip occurred during performance of
calibrs.Caused by personnel error.Need for effective communications stressed to ap-
plicable operations personnel.W/910614 Itr.

BARKER.D.W., RICHEY.R.B. Carolina Power & Light Co. 91/06/14. 4pp. 58191:024-
58191:027.

9106190155 LER 91-012-00:on 910515,unplanned actuation of auxiliary feedwater sys
occurred.Caused by failure of main feed pump A to start.Investigation & testing per-
formed on pump & associated circuitry.W/910614 Itr.

VERRILLI.M.. RICHEY.R.B. Carolina Power & Light Co. 91/06/14. 3pp. 58191:028-
58191:030.

9106190174 Special rept:on 9l0516,plant experienced LTOP event while RCS operated
under solid water conditions.Actuation of LTOP sys resulted from pressure induced by
start of reactor coolant pump.

RICHEY.R.B. Carolina Power & Light Co. 91/06/14. Document Control Branch (Docu-
ment Control Desk). 2pp. 58189:190-58189:191.

9106200177 Special repton 9l0528,stack 5 exhaust sys radiation monitor declared in-
operable when monitor removed from svc to perform test procedure.Caused by failed
capacitor.Capacitor replaced.

RICHEY.R.B. Carolina Power & Ught Co. 91/06/14. Document Control Branch (Docu-
ment Control Desk). 2pp. 58200:137-58200:138.

9106250241 LER 91-015-00:on 910519.AFW actuation occurred.Caused by improperly
set feed flow transmitter.Investigation, adjustment & successful testing performed to
restore feed flow transmitter to svc.W/910618 Itr.

VERRILLI.M.. RICHEY.R.B. Carolina Power & Light Co. 91/06/18. 4pp. 58255:097-
58255:100.

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby
diesel generator sys involving intake & exhaust power valve springs mfg by Associat-
ed Spring.Recommends that springs be inspected on periodic basis.
GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 7pp. 58244:022-58244:028.

9106250064 LER 91-009-00:on 910521.AFW actuation occurred due to steam generator
Hi-Hi Level alarm inadvertently generated during troubleshooting.Caused by personnel
error.Technicians counseled & add! procedural guidance developed.W/910620 Itr.
VERRILLI.M.. RICHEY.R.B. Carolina Power & Light Co. 91/06/20. 4pp. 58226:130-
58226:133.

V. Operator Examinations

9106100087 Notification of contract execution:awarding Task Order 102 "Shearon
Harris Nuclear Power Plant Reactor Operator Requalification Exam" to, "Technical
Assistance to Support Licensing Activities." awarded to Sonalysts.lnc.
HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89-
031. 91/05/28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post
870411). PETERSEN.L NRC - No Detailed Affiliation Given, ip. 58092:105-
58092:109.

-9106100101 Ltr contract awarding Task Order 102, "Shearon Harris Nuclear Power
Plant Reactor Operator Requalification Exam."

EDGEWORTH.PJ.  Contract  Administration   Branch   1   (Post   900603).   91/05/21,
PETERSEN.LR. Sonalysts, Inc. 4pp. 58092:106-58092:109.

9106130296  Confirms that  funds  were  electronically  transferred  to  US   Dept  of
Treasury.NRC on 910607 for payment of Part 55 svcs pursuant to 10CFR170.
FLOYD.S.D. Carolina Power & Light Co. 91/06/10. Document Control Branch (Docu-
ment Control Desk). 2pp. 58111:115-58111:116.

DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2

G. Adjudicator^ correspondence

9106280026 Order.* Commission has not taken final action on petition to review ALAB-
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings
referred to Commission. W/Certificate of Svc.Served on 910617.
TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #291 11846. 91/06/11.
Carolina Power & Light Co. 10pp. 58237:223-58237:232.

DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4
G. Adjudicatory correspondence

9106280026 Order.* Commission has not taken final action on petition to review ALAB-
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings
referred to Commission.W/Certificate of Svc.Served on 910617.
TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #291 11847. 91/06/11.
Carolina Power & Light Co. 10pp. 58237:223-58237:232.

DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR
V. Operator Examinations

9106110017 Forwards revised "Reactor Operator Requalification Plan for Univ of Utah
TRIGA Nuclear Reactor," in response to NRC 910513 request
SANDQUIST.G,M. Utah. Univ. of, Salt Lake City, UT. 91/06/05. ADAMS.A. Non-Power
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 1p. 58095:341-

quate.
